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There were about 




giant flo 91 (see v of Annex) 

Qo Location; 

The plant Is in Beketovka (K 4415/w 48 255 on thp , 

°f the Volga -liver. The plant extends for Jv ‘ 6 V m ™ 

and has about 20 largo workshops. f ^ K f the ban* 

ings indicated in annexed sketch . 1 ' Ue bulld “ 

b„ Work gorce ; 

The total work force could not be estimated, 

700 pV/s in each of the three 8-hour shifts. 

Co Incoming Raw Material shipments ; 

Salt, limestone, charcoal, and sulphur. The raw materials came 
partly on river barges, partly by rail* 

frPQfluction In ^oae Departments s 

workshops ) J~ 3"gWwere prohibited to enter certain 

(1) Department Sat 

lii!*” 6 °f ^ar ammunition. Six hundred boxes, each containing 
« B1 °? tar , ^ h ® lla » F ere P ro «essed during one shift, v/ork was^ 
done in two 12-hour shifts. One-man horm per shifts 40 boxes. 

(2) Department 5s Production of chloride of l ime . 

£hh«f 0 ?^ rtaent « 6; * Tv/0 d Afferent gases produced from sulphur and 

mixed.. During the mixing operation, a liquid was pre- 
^f?T~ tat | ed vhlch was put into steel cylinders end shipped «way bt 

ttt — r—r — - — 1 sulphur and charcoal to the mixing con- 

sulShS? pe^hift aIi G ° C ° nvey 24 tons of ch arcoal ana 64 tons of 
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2 o pov.'or plant ( woo q of Annex) 

a. The plant consists of the following buildings; 

(1) Boil op , turbine, end distributing house (see a of Annex) 
with about seven smokestacks rising 3 meters above the roof. 

(2) Tv o storage sheds (d of Annex) 

(3) Pepot (c of Annex) 

(4) iJiiinisti'atioa bull din" (b of k nnex) 

(5) Coal dump (e of .jmex) . 

b . ; v. chine equipment : 

There arc eight furnaces in the boiler house, four in operation, 
a large new furnace was under construction after January 1S4? and 
was almost completed in Decoaber 1947, according to soviet infor- 
mation, this furn ace will ly re the same output as the eight fur- 
25X1 naces combined, | | in the plant only - fev; times 

and therefore could supply no detailed infor.iatiotu 

c « Power supply; 


This power plant will allegedly supply the Stalingrad Haion, 
according to Soviets, The power supply varied considerably during 
the time of observation and thore are frequent shut-off periods. 
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Comment ; 


This report confirm information in a previous report.* 

(1$ indicates for the first tins that machines of the former Dyhern 
forth (P 52/ C £3) Sarin plant were .stored in the rea of the Chemi- 
cal Plant L'o 91 in Jicketovka. 

1 omex : Choaloul Pleat Jo 91 in iSeketovka 
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three^story structure 


Jtor:i ;c place v;ith Machines or 
pover plant {5C0x5ec meters) 


the Dyhornfurth Plant 


r 


lurbine house (2C0xlC0 meters , Pour- story structure) 
.fcv.i. A inistrat ion building (50x20 motors, tv;o -story structure) 
Depot (150x50 meters) 
i’x o storage sheds (each 50x50 meters) 

Coal dump * 
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